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and Forecast to 2029 


Data Bridge Market Research analyses the solenoid valves market 
will exhibit a CAGR of 4.01% for the forecast period of 2022-2029 
and is likely to reach the USD 5.66 billion by 2029. 


Browse Full Report: 
https://www.databridgemarketresearch.com/reports/globa 
l-solenoid-valves-market 
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Solenoid valves are electromechanical devices that are intended 
primarily to control the flow of liquid or gas. Steel, brass, aluminium, 
plastic, and other metals are commonly used in their bodies. Oil and 
gas, power generation, food and beverage, chemical and 
petrochemical, and other industries all employ them. 


The upsurge in demand for wastewater treatment industries will act as 
a key element driving market expansion. The solenoid valves market is 
also being driven by factors such as rapid urbanization as well as 
industrialization. In addition to this, rising adoption of solenoid valves 
in a wide range of process industries will expand the solenoid valves 
market. 

Get Details TOC : 


https://www.databridgemarketresearch.com/toc/?dbmr=global- 
solenoid-valves-market 
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Some of the major players operating in this market are : 


U Emerson Electric Co., 
Curtiss-Wright Corporation, 
Christian Burkert GmbH & Co. KG, 
LIGSR Ventiltechnik GmbH & Co. KG, 
OQIMI, 

UDanfoss, 

LIPARKER HANNIFIN CORP, 

LIRotex Automation 


Inquire Before Buying : 
https://www.databridgemarketresearch.com/inquire-before- 


buying/?dbmr=global-solenoid-valves-market 
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Market Segmentation 


By Body Material (Stainless Steel Body Material, Brass Body Material, Aluminium 
Body Material, Plastic Body Material), 


Valve Design (2-Way Solenoid Valves, 3-Way Solenoid Valves, 4-Way Solenoid Valves, 
5-Way Solenoid Valves), 


Industry (Oil and Gas, Chemical and Petrochemical, Water and Wastewater, Food 
and Beverages, Power Generation, Pharmaceutical, Automotive, Medical, Others), 


Type (Direct Acting, Pilot Operated, Two Way, Three Way, Four Way), 


Get Exclusive Sample Report: 
https://www.databridgemarketresearch.com/request-a- 


sample/?dbmr=global-solenoid-valves-market 
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Based on geography, the market is segmented into five geographical 
regions 


North America 
Europe 
Asia-Pacific 
South America 


Middle East 


Ooooo vo 


Africa 
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Research 


An absolute way to forecast what future holds is to comprehend the trend 
today! 
Data Bridge Market Research set forth itself as an unconventional and neoteric 
Market research and consulting firm with unparalleled level of resilience and 
integrated approaches. We are determined to unearth the best market 
opportunities and foster efficient information for your business to thrive in the 
market. Data Bridge endeavors to provide appropriate solutions to the 
complex business challenges and initiates an effortless decision-making 


process. 
Read Continue : http://databridgemarketresearch.com/about-us/ 
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